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ORIGIN EA- 14 

INFO OCT-01 ISO-00 L-03 VA-01 DODE-00 PM-07 RSC-01 /027 R 

DRAFTED BY EA/PHL:MMEASTON:EM 
APPROVED BY EA/PHL:DCCUTHELL 
L/EA:CEROH 
VA:RCOY (SUBS) 

066814 

R281342ZFEB 74 
FM SECSTATE WASHDC 
TO AMEMBASSY MANILA 


LIMITED OFFICIAL USE STATE 039952 

E.O. 11652: NA 
TAGS: MARR, SGEN, RP 

SUBJECT: VETERANS AFEAIRS: U.S.-PHILIPPINE AGREEMENT RE 
VETERANS MEMORIAL HOSPITAL 

REPS: A. MANILA 1638 
B. STATE 10827 

1. POLLOWING SIGNATURE OF EXECUTIVE ORDER ON JANUARY 17, 

VA PROVIDED DRAPT TEXT OF AGREEMENT TO MANILA VA DIRECTOR 
PRICE AND GOP EMBASSY HERE. 

2. SUBSTANCE OP DRAFT TEXT GIVEN PRICE HAS BEEN APPROVED 
BY INTERESTED WASHINGTON AGENCIES. CLEARED PINAL TEXT 
POUCHED MANILA THIS DATE. 

3. DEPT NOW SEEKING CIRCULAR 175 AUTHORIZATION TO NEGO- 
TIATE AND CONCLUDE AGREEMENT AND WILL NOTIPY EMBASSY 
UPON RECEIPT. CASEY 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: TREATY SIGNATURE, AGREEMENTS, VETERANS GROUPS, HOSPITALS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 28 FEB 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: MorefiRH 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE039952 

Document Source: CORE 

Document Unique ID: 00 

Drafter: MMEASTON:EM 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1974022/aaaaabmi.tel 
Line Count: 49 
Locator: TEXT ON-LINE 
Office: ORIGIN EA 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: A. MANILA 1638 

Review Action: RELEASED, APPROVED 

Review Authority: MorefiRH 

Review Comment: n/a 

Review Content Flags: 

Review Date: 08 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08-Aug-2002 by worrelsw>; APPROVED <08-Aug-2002 by MorefiRH> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: VETERANS AFFAIRS: U.S.-PHILIPPINE AGREEMENT RE VETERANS MEMORIAL HOSPITAL 
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